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Asbestos  Guidelines 


Enclosed  guidelines  pertaining  to  storage  and 
transfer  of  asbestos  have  been  reviewed  and  approved  by 
Bruce  Maillet  and  appropriate  DAQC  staff,  DSWM  regional 
section  chiefs,  and  DREES.   The  guidelines  have  been 
developed  in  response  to  many  questions  raised  by 
asbestos  removal  companies.   We  believe  this  document 
incorporate  a  practical  and  workable  solution  to 
asbestos  collection,  storage  and  disposal. 


Please  indicate  below  whether  you  approve  these 
guidelines  and  authorize  their  distribution. 


0' 


tf 


%&tf* 


Approved    oy 


*|0 


cM  <*    <m  ^        Date 


Li/James   Miller,   Director 
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Definitions 

Site  of  Oriciin  -  A  location,  such  as  demolition/renovation  or 
construction  site  \.r:ere  asbestos  removal  is  actively  taking 
place . 

Containerized  Asbestos  -  Asbestos  that  is  bagged,  drummed  and/or 
stored  in  secondary  containers,  such  as  roll-offs  or  dumpsterc, 
.eting  requirements  set  forth  under  statute  or  regulation. 

Premise  -  The  place  of  business  of  the  company  removing  asbestos 
from  the  site  of  origin. 

Temporary  Storage  -  Storage  of  asbestos  for  a  period  not 
exceeding  32  days. 

A .  Activities  Not  Requiring  Site  Assignment  or.  PIan__A£pjovai_a_s 
a  Solid  Waste  Facility: 

(1)  Temporary  storage  at  a  site  of  origin  of  secured,  properly 
containerized  asbestos. 

(2)  Containerized  asbestos  transported  directly  from  a  site  of 
origin  to  an  approved  disposal  facility. 

(3)  Containerized  asbestos  picked  up  from  multiple  sites  of 
origin  and  transported  directly  to  an  approved  disposal  facility. 

(4)  Occasional  overnight  or  over  weekend  layover  of  a  vehicle 
holding  containerized  asbestos,  prior  to  final  transport  to  an 
approved  disposal  facility.  However,  the  vehicle  must  be  properly 
secured  either  at  a  point  of  origin  of  the  waste,  or  at  a 
location  under  the  jurisdiction  of  the  party  responsible  for  the 
transport  of  the  asbestos,  and  not  in  conflict  with  any  other 
federal,  state,  or  local  laws  or  regulations. 


(5)  Temporary  storage  of  containerized  asbestos  removed  by  the 
contractor ,  or  the  transfer/consolidation  of  such  material  in  a 
vehicle  or  secondary  container  on  the  premises.  However,  the 
storage  vehicle  or  secondary  container  must  be  covered  and  the 
premises  must  be  secured  and  not  be  in  conflict  with  any  other 
federal,  state,  or  local  laws  or  regulations. 

(6)  Transfer/consolidation  of  containerized  asbestos  at  an 
active  site  of  origin. 

B .  Activities  Requiring  Site  Assignment  and/or  Departmental 
Approval  as  a  Solid  Waste  Facility  Include; 

(1)  Any  removal  of  containerized  asbestos  from  a  vehicle  and 
subsequent  storage  at  a  location,  not  the  site  of  origin  or  the 
premises  of  the  removal  contractor  prior  to  transport  to  an 
proved  disposal  facility. 

Any  storage  container  placed  at  a  location  other  than  a 
site  ~.i    origin  or  on  the  premises  of  the  removal  contractor  where 
asbestos  is  collected  and/or  stored  prior  to  transport  to  an 
approved  disposal  facility. 

Any  off site  or  off-premises  transfer  of  containerized 
asbestos  fro-:  vehicle  to  vehicle  or  container  to  container. 

(4)  Any  use  of  an  existing  transfer  station,  as  defined  by  310 
without  specific  prior  approval  by  the  Department  for 
han       asbestos.  Where  asbestos  is  approved  by  the  Department 
at    :ransfer  station  it  must  be  managed  independently  of  other 
sol;      .23  at  such  a  facility. 

':•:  of  an  existing  landfill  as  a  storage  area  prior  to 
transport  to  another  facility  for  disposal  unless  the  site  has 
bee  \         5ved  for  such  practices. 

Any  site  where  asbestos  is  stored  for  greater  than  30  days 
aftei  removal  and  prior  to  disposal  at  an  approved  disposal 
f acil i ty . 
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